MOTION 



June 22, 2016 

Dakota Access, LLC Case No. PU-1 4-842 

Dakota Access Pipeline Project 
Siting Application 


I move the Commission approve a maximum width of 85 feet for clear cuts 
through windbreaks, shelterbelts and other wooded areas identified in the May 27, 2016 
filing of Dakota Access, LLC, docket number 184, in Dakota Access, LLC, Dakota 
Access Pipeline Project, Siting Application, Case No. PU-1 4-842. 
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Commission Motion to approve clear cuts identified 
in May 27, 2016 filing 


Public Service Commission 


